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B67-43001-291 CLAMP BUSHING C6-1 
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SECTION A-A B6-1 


NOTES: 
1) MATERIAL: DELRIN II 150E OR ACETRON GP ACETAL 
REF. DART SPEC. M-DELRIN-R 
2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: N/A 
7) WEIGHT: 0.01 lbs 


D 


D 


REV. 
DESCRIPTION 
BY 
DATE 


D 
MATERIAL WAS 6061-T6R REASON: IMPROVEMENT, 
CHANGE HEIGHT ON PART WAS 0.480 (PAR15-437) 
SAD 
16.10.19 


C 
REDRAWN PREMIER AVIATION DRAWING IAW DART QSI 
018 AND QSI 043. FOR PREVIOUS REVISONS, REFER TO 
PAGE 38 OF PREMIER AVIATION DRAWING No. B67-43001. 
REASON: SEE PAR#09-011. 
MB 
09.02.26 
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